
Questions about your order? 
Call 1-800-TO-V-WEAR 
( 1 - 800 - 868 - 9327 ) 


VirginiaSlimsi 

04726-02 ®Ph.lip Morris Inc 1997 

8 mg 'tar," 0.7 mg nicotine av per cigarette by FTC method 




SURGEON GENERAL'S WARNING: Cigarette 
Smoke Contains Carbon Monoxide 




Source: https://www.industrydocuments.ucsf.e 





